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FACILITIES. GENERAL. 

(c) Storage Supplies cl tood and bedding shall be stored in Sacililies which adequately protect such supplies 
against deterioration, molding Or contamination by vermin. 

'The lloor ol the walk in cooler has a brokeremiEsing tile and another tile near the back wall iE lifting and coming 
loose. Adequate sanitation of the floor may not be possibte as water and debris can colled under Ihe broken 
liles. 
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'The shelves o&ed tor Food storage in the walk-to coder are corated with a thick, white easily removable 
Substance thal was not idenliliablE:. This subEteroa was also noted splattered on the inside wall lo Ihe lelt or The 
door, The shelves and wall should be cleaned to remove ihe unknown substance, 

The lood storage area must bo kept In good repair and cleaned as necessary lo ansuro food is protected 
against deterioration. The tood storage area should be repaired and cleaned. 

Correcl by: September 5 20 1 3. 


Exil interview conducted with the animal handler. 
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